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THE    LADY    CHAPEL,    CHURCH    OF    ST.    MARY    THE    VIRGIN, 

NEW  YORK 
Carved  by  L  Kirchmayer 


CARRYING  A  STOCK  OF 
ELECTRICAL  GOODS  AND 
LIGHTING  FIXTURES  UN- 
SURPASSED IN  NEW  ENG- 
LAND, WE  EXECUTE  WITH 
PERFECT  TECHNIQUE  AND 
EFFICIENCY  OF  WORKMEN, 
IN  A  SUPERLATIVE  MAN- 
NER, WORK  PROJECTED  BY 
ARCHITECTS  THE  MOST 
EXACTING 

PETTINGELL-ANDREWS 
COMPANY 

BOSTON,  MASSACHUSETTS 


WHEATON  COLLEGE  CHAPEL,  NORTON,  MASS. 
Cram   &   Ferguson,  Architects 


THE    PROCEEDS    OF   THIS    BOOK    ARE    DEVOTED    SOLELY   TO    THE 
MAINTENANCE    OF   THE    EDUCATIONAL    COURSES    OF    THE    BOSTON    ARCHITECTURAL    CLUB 


BOSTON 

ARCHITECTURAL  CLUB 

YEAR  BOOK 


CONTAINING 

REPRODUCTIONS  FROM  THE  VARIOUS  EXHIBITIONS 

HELD  IN  THE  CLUB  BUILDING 

DURING  THE  YEAR   1917 


PUBLISHED      BY     THE 
OSTON     ARCHITECTUR/\L       CLUB 
16     SOMERSET     STREET 


19  17 


THE  JOINT  COMMITTEE 

B.  F.  W.  Russell,  Chairman 


William  T.  Aldrich 
Gordon  Allen 
Robert  P.  Bellows 
H.  W.  Blaney 
H.  H.  Blossom 
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Ralph  Weld  Gray 
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SKETCH    IN    ENGLAND 
Joseph    McGinniss,    Architect 


CHURCH  AT  COOLIDGE  CORNER 
E.  J.  Lewis,  Architect 


INTERIOR  LITTLE  BUILDING,  BOSTON 
Blackall,  Clapp  &  Whittemore  and  Little  &  Russell,  Associated  Architects 


LITTLE  BUILDING,  BOSTON 
Blackall,  Clapp  &  Whittemore  and  Little  &  Russell,  Associated  Architects 
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PLAN  OF  PROVIDENCE  COLLEGE,   PROVIDENCE,  R.  L 
Matthew  Sullivan,  Architect 


MATTHEW  HARKINS  HALL,  PROVIDENCE  COLLEGE, 

PROVIDENCE,  R.  I. 

Matthew   Sullivan,  Architect 


DETAIL  OF   DECORATION,  JAMES   HOUSE.   NEW   YORK 
Allen  &  CoUens,  Architects.     Carved  by   I.   Kirchmayer 


MODEL  OF  OUTSIDE  PULPIT,  HARKINS  HALL,  PROVIDENCE 

COLLEGE,  PROVIDENCE,  R.  I. 

Matthew  Sullivan,  Architect 


ALTAR   AND   TRIPTYCH    OF   OAK  AND   LIME 

Irving  &  Casson,  A.  H.  Davenport  Co. 

Designed   by    Pierre    G.  Gulhauson.     Figures   by    E.    Pellegrini 


ALTAR  AND  TRIPTYCH   OF  OAK  AND  LIME 
Irving  &  Casson,  A.   H.   Davenport  Co. 
Designed   by    Pierre   G.   Gulhauson.     Figures  by  E.   Pellegrini 


LIBRARY,  BEVERLY  FARMS 
Loring  &  Leiand,  Architects 


VVELLESLEY  COLLEGE  SEAL 
Designed  by  Bellows  &  Aldrich 


CERTIFICATE  OF  MEMBERSHIP 
Designed  by  Ashburton  Tripp 
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PORTRAIT  OF  E.  C.  CABOT 


PORTRAIT  OF  C.  A.  CUMMINGS 


PORTRAIT    OF   H.    H.    RICHARDSON,    1860-186S 


PORTRAIT  OF  JOHN  H.  STURGIS 


PORTRAIT  OF  ROBERT  S.  PEABODY 


ORIGINAL    SKETCH    OF    TRINITY    CHURCH,    BOSTON 
By  H.  H.  Richardson 
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TRINITY    CHURCH,    SIDE    ELEVATION,    ORIGINAL    WORKING 

DRAWING 
Gambrill   &   Richardson,   Architects 
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TRINITY    CHURCH,    SIDE    ELEVATION,    FINAL    WORKING 

DRAWING 
Gambrill   &   Richardson,   Architects 
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SKETCH  FOR  COTTAGE,  1867 
H.   H.   Richardson,   Architect 
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ORIGINAL   SKETCH   OF  CHURCH   AT  WESTON.   MASS., 
BY  ROBERT   S.  PEABODY 
Peabody  &   Stearns,  Architects 
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DIVINITY   SCHOOL  AT   HARVARD 
Peabodv  &   Stearns.  Architects 


SKETCHES  FOR  RAILROAD   STATION  IN    ST.  LOUIS 
Peabod}'  &  Stearns,  Architects 
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BUILDING  OF  THE  MUTUAL  LIFE  INSURANCE  COMPANY  OF 

NEW  YORK  IN  BOSTON 

Peabody  &  Stearns,  Architects 


DETAIL  OF  MARLBOROUGH  STREET  CONSERVATORY 
Sturgis  &  Brigham,  Architects 


DETAIL  OF  INTERIOR  DECORATION 
Sturgis  &  Brigham,  Architects 


TRIPTYCH  IN   CHURCH,   SALT  LAKE  CITY 

John    T.    Comes,    Architect 

Executed  by  Wm.  F.  Ross  Company  ;    Carved  by  I.  Kirchmayer 


ST.    PAUL'S    CHURCH,    CHICAGO 

Cram  &  Ferguson,  Architects 

Panels  designed  and  carved  by   I.  Kirchmayer,  of  the  Wm.  F.  Ross  Co. 
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CHURCH  OF  THE  LAST  SACRAMENT 

Charles    R.    Greco,   Architect 

Panels  designed  and  carved  by   I.  Kirchmayer,  of  the  Wm.  F.  Ross  Co. 


VIEW  IN  ENTRAXCE-HALL,  JAMES  HOUSE,  NEW  YORK 
Allen  &  Collens,  Architects 


DETAIL  OF   DOORWAY  AND  BALCONY, 

JAMES  HOUSE,  NEW  YORK 

Allen  &  Collens,  Architects 


>^J< 


DOUBLE  WORKING-MEN'S  COTTAGE  AT  BRIDGEPORT,  CONN. 
R.   Clipston   Sturgis,   Architect 


SINGLE  WORKING-MEN'S  COTTAGE  AT  BRIDGEPORT,  CONN. 
R.   Clipston   Sturgis,   Architect 


BROOKLINE   BUILDING,    N.   E.    TEL.   &   TEL.    CO..   MARION    ST.. 

BROOKLINE 
R.   Clipston   Sturgis,   Architect 


DETAIL  OF  ENTRANCE 
Coolidge   &    Carlson,    Arcliitects 
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MASSACHUSETTS  COLLEGE  OF  PHARMACY,  BOSTON 
Kilham  &  Hopkins,  Architects 


WESTHILL'S   PLACE,  CHARLESGATE  BANK,   BOSTON 
CooHdse  &  Carlson,  Architects 
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DETAIL  OF  DOORWAY 

WESTHILL'S    PLACE,    CHARLESGATE    BANK,    BOSTON 

Coolidge  &  Carlson,  Architects 


Iv\RAI    BARN    FOR   GEORGE    H.    SLAIOXDS,    ESQ., 

NORTH  ANDOVER,  MASS. 

Adden  &  Parker,  Architects 


FIRE  STATION.  SALEM,  MASS. 
Kilham  &  Hopkins,   Architects 


HOUSE  OF  PROF.    S.   M.  TOZZER 
Kilham   &   Hopkins,    .\rchitect3 


FIREPLACE  IN  HALL,  HOUSE  OF  PROF.  S.  M.  TOZZER 
Kilham  &  Hopkins,   Architects 


SEVEN-ROOM   HOUSE 
G.  F.  Marlow,  Architect 
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DOUBLE  HOUSE 
G.  F.  Marlow,  Architect 
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PRELIMIXARV  SKETCH  OF  COMMONWEALTH  CLUB 
Arthur  H.  Bowditch,  Architect 


BLOCK  OF  EIGHT  HOUSES 
G.  F.  Marlow,  Architect 


HOUSE  AT  WATERTOWN,  MASS. 

George  C.   Shattuck,   Architect 

Hangings  and  furniture  by  Pennell,  Gibbs  &  Quiring  Co. 


HOUSE  IX  LENOX 
Bellows  &  Aldrich,  Architects ;    Julius   F.   Gayler,   Associate 


STAIRCASE    IX    BOSTON 
Bellows  &  Aldrich,  Architects 


HUTCHINSON   HOUSE 
Derby  &  Robinson,  Architects 


DOORWAY  IN  MARBLEHEAD 
Bellows  &  Aldrich,  Architects 


GATEWAY  IN  PROVIDENCE 
Bellows  &  Aldrich,  Architects 


MEMORIAL  CHAPEL  BUILT  IN  MEMORY  OF  JANET  M.  WILSON, 
OCEAN    POINT,    MAINE 
E.  J.   Lewis,   Architect 


CABOT    FOUNTAIN 
Derby  &  Robinson,  Architects 
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SKETCH  OF  HANCOCK  AVENUE 
By  Willis  P.  Adden,  1890 
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EUROPEAN    SKETCHES    BY   JOSEPH    McGINNISS 


SKETCH    OF    SOUTH    MARKET    STREET,    BOSTON,    LOOKING 

TOWARD  FANEUIL  HALL 

By  E.  H.  Maher 
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CONVENIENCE   STATION    FOR   THE   CITY    OF   BOSTON, 

ROXBURY  CROSSING 

Maher  &  Winchester,    Architects 


SYNOD  HOUSE,  CATHEDRAL  OF  ST.  JOHN   THE  DIVINE, 

NEW    YORK 

Cram  &  Ferguson,  Architects 


BISHOP'S    HOUSE,    CATHEDRAL    OF    ST.    JOHN    THE   DIVINE, 

NEW    YORK 
Cram  &  Ferguson,  Architects 
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ITALIAN  ROOM,  HOTEL  LENOX 
Casson,   A.   H.   Davenport   Co. ;    Designer,    Carroll   Bill 


LUNETTE   IN    RELIEF,   VIRGIN    AND    CHILD 
Irving  &  Casson.  A.  H.  Davenport  Co. 


ITALIAN  ROOM,  HOTEL  LEXOX 
Irving   &   Casson,    A.    H.    Davenport   Co. ;    Designer,    Carro'J    Bill 


FURNITURE  FOR  ITALIAN  ROOM,  HOTEL  LENOX 
Irving  &  Casson,   A.   H.   Davenport   Co.;    Designer,    Carroll   Bill 


SULPICIAN  SEMINARY,  WASHINGTON,  D.  C. 
Maginnis  &  Walsh,  Architects 


REFECTORY  WING,  SULPICIAN  SEMINARY, 

WASHINGTON,   D.   C. 

Maginnis  &  Walsh,   Architects 


ST.  PAUL'S  MISSIOX,  WELLESLEY 
Joseph  McGinniss,  Architect 
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CHURCH  AT  NEEDHAM  MISSION 
Joseph  McGinniss,  Architect 


PERSPECTIVE  OF  CHURCH  AT   CAMBRIDGE,   MASS. 
Edward  T.  P.  Graham,  Architect 


MIlMUklAL  TABLETS,  FIRST  CHURCH,  BOSTON 
R.    Clipston    Sturgis,    Architect 


■  coNVENTFOR/T  Patrick;  par.ijh  roxbvuy  ma^s- 
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CONVENT  FOR  ST.   PATRICK'S   PARISH 
Edward  T.    P.  Graham,   Architect 


CONGREGATIONAL  CHURCH,  READING   (DETAIL) 
Adden   &   Parker,    Architects 


ST.  PAUL'S  MISSION,  WELLESLEY 
Joseph  McGinniss,  Architect 


CHANCEL,  ST.  MICHAEL'S  CHURCH,  MILTON,  MASS. 
Cram  &  Ferguson,  Architects 


ALTAR   AND   REREDOS,    ST.    MICHAEL'S    CHURCH, 

MILTON.  MASS. 

Cram  &  Ferguson,  Architects 
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MAIN    ALTAR,    NOTRE   DAME   ACADEMY,   FENWAY,   BOSTON 
Maginnis  &  Walsh,  Architects 


DINING-ROOM,  HOUSE  AT  JAMAICA  PLAIN 
Joseph  McGinniss,  Architect 
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DINING-ROOM    IN    HOUSE   OF  JOHN    J.   DOWLIN,   M.D. 
Joseph  McGinniss,  Architect 


TRICCOLI    HOUSE 
Derb}'  &  Robinson,  Architects 


#•»' 


-  p^ 


DOORWAY,   HUTCHINSON   HOUSE 
Derby  &  Robinson,  Architects 


INTERIOR,    HOUSE    IN    BOSTON 
Bellows   &  Aldrich,   Architects 


WALL    FOUNTAIN,    COHASSET,    MASS. 
Arthur   A.    Shurtleff,    Landscape    Architect 


ROSE  GARDEN,   IPSWICH,   MASS. 
Arthur   A.    Shurtleff,    Landscape    Architect 


FORMAL  GARDEN  OF  E.  N.  KIMBALL,  WEST  NEWTON,  MASS. 
Wayne  E.  Stiles,  Landscape  Architect 


BIRD'S-EYE  VIEW  OF  GARDEN 
Olmsted  Brothers,  Landscape  Architects 


A   SUMMER   CAMP   AT   XATUXUC,   R.   I. 
Sibley   &    Smith,   Landscape    Architects 


GARDEN  AT  GREYSTONE  FARM,  ESTATE  OF 

ARTHUR  E.  DAVIS,   DOVER,   MASS. 

Olmsted  Brothers,  Landscape  Architects 


ENTRANCE  TO  ROSE  GARDEN,   NEWPORT,  R.  I. 
Herbert  J.  Kellaway,  Architect 


GARDEN  BOUNDARY,  GARDEN  OE  MR.  CHAS.  W.  HUBBARD, 
AUBURNDALE,  MASS. 


BROOKFIELD  RESIDENCE  OF  MR.  J.  COOK,  CHESTNUT  HILL, 

PHILADELPHIA 

Olmsted  Brothers,  Landscape  Architects 


GARDEN    IN    QUINCY 
Herbert  J.  Kellaway,  Landscape  Architect 
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PRELIMINARY  PLAN,  DAVIDSON   PARK 
John  Nolen,  Landscape  Architect 


A  STUDY  FOR  THE  DEVELOPMENT   OF  AN   ESTATE 
Blaney  &  Blaney,  Landscape  Architects 


GARDEN  HOUSE,  CHAS.  W.  HUBBARD,  AUBURNDALE,   MASS. 
Olmsted  Brothers,  Landscape  Architects 


MAIN  ENTRANCE  TO  GARDEN   OF  MR.  CHAS.  W.  HUBBARD, 

AUBURNDALE,  MASS. 

Olmsted  Brothers,  Landscape  Architects 


STATE  SCHOOL  FOR  BLIND,  RALEIGH,  N.  C. 
John  Nolen,  Landscape  Architect 
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PROPOSED  DEVELOPMENT,   ENDICOTT   PARK 
Francis  Asbury  Robinson,  Landscape  Architect 


BROOKLINE  RESIDENCE  OF  J.  COVY 
Olmsted  Brothers,  Landscape  Architects 


RIVERWAY,  BROOKLINE 
Frederick  Ohnsted,    Sr.,   Landscape  Architect 


ENTRANCE  TO  TERRACE  GARDEN 
Herbert   J.    Kellaway,   Landscape   Architect 


STEPS  ON  HAGBORNE  HILL,  FRANKLIN  PARK 
Frederick   Olmsted,   Sr.,   Landscape   Architect 


FARM  GROUP:    H.  G.  FISK,  ESQ. 
Francis  Asbury  Robinson,   Landscape  Architect 


VIEW  OF  GARDEN  POOL  FROM  HOUSE  TERRACE,  GREYSTONE 

FARM,  ESTATE  OF  ARTHUR  E.  DAVIS,  DOVER,  MASS. 

Olmsted  Brothers,  Landscape  Architects 


POOL  IN  WILD  GARDEN  OF  MRS.  T.  J.  EMERY,  NEWPORT,  R.  I. 
Pray,   Hubbard  &  White,  Landscape  Architects 
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TOWN    OFSCrrUATE.  /nA55 
PLAN  OF  CIVIC  ClNTBF.  DtVELOP/^LN" 


LAf-JO^CAJ'El  AC-Cli;TCCT  JULY.    I9i7. 


PLAN    OF    CIVIC    CENTER   DEVELOPMENT,   TOWN    OF 

SCITUATE,   MASS. 

Francis  Asbury  Robinson,  Landscape  Architect 


ESTATE  IN   DARTMOUTH,   MASS. 
H.   B.   Russell,   Architect 


VIEW  OF   ELLICOTTDALE,   FRANKLIN    PARK 
Frederick  Olmsted,  Sr.,  Landscape  Architect 


STUDIO,  CHESTNUT  STREET,  BOSTON 
H.  B.  Russell,  Architect 


STUDIO,  CHESTNUT  STREET.  BOSTON 
H.  B.  Russell,  Architect 


MASSACHUSETTS  COLLEGE  OF   PHARMACY 
Kilham  &  Hopkins,  Architects 
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HOUSING   STUDY,  ACME  INDUSTRIAL  DEVELOPMENT 
John   Nolen,    City   Planner 
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SKETCH :    DECORATION  FOR  A  BARBER  SHOP 
Bv  C.  Howard  Walker 


SKETCH:     ITALIAN    GARDEN 
By   Anthony   Rossi 


liiiiiiiiiiiiiiiiiiiiiiniiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiu^ 


CLASSIFIED  LIST  OF  BUILDERS,   CONTRACTORS, 
AND   MATERIAL   FIRMS 


ARCHITECTURAL  IRON,  BRONZE,  AND 
METAL   WORKERS 

Page 

Polacheck  Bronze  &  Iron  Company, 

John    202 

Skillman  &  Sunderland  Company .  .  .      202 


ARCHITECTURAL    WOOD    WORKERS 
Ross  &  Co.,  Wm.  F 207 

ARTIFICIAL     STONE 
Simpson  Bros.  Corporation 204 

ARTISTS'    MATERIALS    AND 
DRAUGHTING    SUPPLIES 

Spaulding-Moss  Co 219 

Wadsworth,  Howland  &  Co.,  Inc..      217 

ASPHALT    WORK 

Murtfeldt  &  Co.,  W.  A 208 

Simpson  Bros.  Corporation 204 

BLUE-PRINTING 

Spaulding-Moss  Co 219 

BOILERS    AND     HEATERS 

Gurney  Heater  Mfg.  Co 22i 

Smith  Company,  The  H.   B 200 

BRASS    TUBING 

American  Tube  Works 225 


BRICK  MANUFACTURERS  AND 
DEALERS 

Page 

Fiske  &  Company,  Inc 228 

Hydraulic-Press  Brick  Company....  188 
Kittanning  Brick  and  Fire  Clay  Com- 
pany      206 

Spiers  Brick  Co 215 

Waldo  Brothers,  Inc 190 


BUBBLERS 
Donovan,  John  J 


213 


CEMENTS 


Penn- Allen  Cement  Company 210 

Sandusky  Cement  Co.,  The 194 

Waldo  Brothers,  Inc 194 

CEMENT    COATING 

Dexter  Brothers  Company 220 


COLUMNS 

U.  S.  Column  Company.  .  . 


220 


CONCRETE    CONSTRUCTION 

Murtfeldt  Company,  W.  A 208 

Simpson   Bros.   Corporation 204 

CONTRACTORS   AND    BUILDERS 

Bishop  Company,  The  J.  W 226 

Burns  &  Co.,  Walter  G 222 

Cummings  and  Company,  Henry.  .  .  .  193 

Ley  &  Co.,  Inc.,  Fred  T 198 

Mitchell  &  Sutherland,  Inc 214 

Murtfeldt  Company,  W.  A 208 


niiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiii 


COOKING  APPARATUS  AND 
APPLIANCES 

Page 

Jenkins,  Charles  E 208 

Wrought  Iron  Range  Company 208 

DECORATORS 

Beck,  Edward  C 206 

Irving  &  Casson  —  A.  H.  Davenport 

Company    

Paine  Furniture  Company 187 

Pennell,  Gibbs  &  Quiring  Co 191 

Wingate,  James  I.  &  Son 222 

ELECTRICAL   GOODS   AND   FIXTURES 

Pettingell- Andrews  Company 

Preceding  Frontispiece 

-ELEVATORS 

Otis  Elevator  Company 196 

See,  A.  1).,  Electric  Elevator  Company  197 

FENCES 

Anchor  Post  Iron  Works 221 

FIRE    DOORS 

Skillman  &  Sunderland  Company .  .  .  202 

St.  Louis  Eire  Door  Company 202 

FIREPLACES 

Tyler,  The  C.  M.  Company 201 

FURNACES,  RANGES,  AND  HEATERS 

Gurney  Heater  Mfg.  Company 22i 

Jenkins,  Charles  E 208 

Wrought  Iron  Range  Company 208 

FURNITURE,    Etc. 

Irving  &  Casson  —  A.  H,  Davenport 

Company    

Paine  Furniture  Company 187 

Wingate,  James  I.  &  Son 222 

HARDWARE 

Burditt  &  Williams  Co 227 

Chandler  &  Barber 209 

Corbin,  P.  &  F 227 

Hunter,  J.  B.  Company 200 

Russell  &  Erwin  Mfg.  Co 209 


HEATING  ENGINEERS  AND 
CONTRACTORS 

Page 

Cornell,  The  W.   G.   Company 210 

Merrill  Company,  The 192 

Smith,  The  H.  B.  Company 200 

Warren   Webster  &  Company 212 

INCINERATORS    (GARBAGE) 

Skillman  &  Sunderland  Company...  202 

Stearns,  E.  C.  Company 202 

LIGHTING    FIXTURES 

Bigelow,  Kennard  &  Company,  Inc .  .  199 

McKenney  &  Waterbury  Company.  .  195 
Pettingell- Andrews  Company 

Preceding  Frontispiece 

LIME 

Waldo  Brothers,  Inc 190 

LUMBER 

Stearns,  The  A.  T.  Company.  .' 194 

METAL    GRILLES 

Tuttle  &  Bailey  Mfg.  Co 226 

PAINTERS    AND    DECORATORS 

Beck,   Edward   C 206 

Wingate,  James  I.  &  Son 222 

PAINTS    AND    VARNISHES 

National   Lead  Company 215 

Wadsworth,  Howland  Company,  Inc.  217 

PLUMBERS 

Cornell,  The  W.  G.  Company 210 

PLUMBING  SUPPLIES   AND   SANITARY 
SPECIALTIES 

American  Tube  Works 225 

Donovan,    lohn  J 213 

Mott,  The  J.  L.  Iron  Works 212 

National  Tube  Company.  ..  .Fo;»-^/f  Cover 

Sanitas  Mfg.  Company 211 

Trenton   Potteries   Company 224 

RADIATORS 

Smith,  The  H.  E.  Company 200 

Tuttle  &  Bailey  Mfg.  Company 226 

RANGES    AND    KITCHEN    EQUIPMENT 

Jenkins,   Charles  E 208 

Wrought  Iron  Range  Company 208 
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llllllllllllllllllllllllllllllllllillllillllilllllllllllllllliilllli 


REVOLVING   DOORS 


Skillman  &  Sunderland  Company, 
an   Ki 
pany 


Van   Kannell   Revolving  Door   Com- 


ROOFING    MATERIALS 


Page 

202 
202 


189 
208 


Barrett  Company,  The 

Murtfeldt  Company,  W.  A 

Simpson  Bros.  Corporation 204 

SASH    CORD 

Samson  Cordage  Works 219 

Silver  Lake   Company 221 

SHINGLES 
Stearns,  The  A.  T.  Company 194 

SHINGLE    STAINS 

Cabot,  Samuel,  Inc 218 

Dexter  Brothers  Company 220 

STEAM     REGULATING    TRAPS 

Donovan,  John  J 213 

Watson  &  McDaniel  Company 216 

STEEL    PIPE 

National  Tube  Company Back  Coi'cr 

STEEL    SHUTTERS  — ROLLING 

Edwards  Manufacturing  Co 202 

Skillman  &  Sunderland  Company.  .  .      202 


TERRA    COTTA 

Page 

Atlantic  Terra  Cotta  Company 205 

Waldo  Brothers,  Inc 190 

TILES    AND    TILING 

Tyler,  C.  M.  Company 201 

United  States  Roofing  Tile  Company, 
The 201 

TRAPS 
Donovan,  John  J 213 

VALVES 

Jenkins  Brothers 216 

Watson  &  McDaniel  Company 216 

VARNISHES 

National  Lead  Company 215 

Wadsworth,    Rowland    &    Company, 
Inc 217 

WATERPROOFING 

Murtfeldt  Company,  W.  A 208 

WATERPROOF    PAINT 

Anti-Hydro  Waterproofing  Co 202 

Skillman  &  Sunderland  Company.  .  .  .     202 
Waldo   Brothers,    Inc 190 

WROUGHT  IRON  RAILING  AND  GATES 

Anchor  Post  Iron  Works 221 


HOUSE   AT   NEWTON,    MASS. 
Derby  &  Robinson,  Architects 


A  Corner  of 

The  Old  English  Room 

Imported  to  provide  the 

perfect  architectural  setting 

for  Paine's  Fine  Furniture 

and  Interior  Decoration 

Paine  Furniture  Company 

Boston 
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Architect,  M.  P.  McArdle,  St.  Louis 

*^  Our  widely  extended  plants  and 
branch  offices  throughout  the  coun- 
try assure  the  architect  and  builder 
of  an  unequaled  capacity  for 
prompt  and  responsible  service. 
^  Whatever  your  design  may  be, 
you  will  find  a  Hy-tex  brick  that 
exactly  meets  your  purpose  in  tex- 


Hy-tex 


The  Standard  of  Quality  in  Brick 


Residence  of  Arthur  H.  Fuerbacher, 
West  Brentmoor,  St.  Louis  County. 
Faced  with  Hy-tex  Vehur  Malts, 
laid  in  Flemish  Bond,  •wide  flush 
rough  cut  joint. 


ture  or  color — smooth  or  rough 
in  every  variety  of  Red,  Buft,  or 
Gray  tones.  Send  for  the  "  Hy- 
tex  Brick  Catalogue." 
^It  is  our  special  aim  to  co-operate,  so 
faraswecan,withthearchitect  in  fur- 
thering the  development  of  a  better 
brick  architecture  in  this  country. 


Boston  Representatives:   WALDO  BROTHERS,  Inc.,  45-49  Batterymarch  St. 

Hydraulic-Press  Brick  Company 

Saint  Louis 

Branch    Offices :  Baltimore,  Chicago,  Cleveland,  Davenport,  DuBois,  Pa.,  Indianapolis,  Kansas 
City,  MinneapoHs,  New  York  City,  Omaha,  Philadelphia,  Roseville,  O.,  Toledo,  Washington,  D.C. 
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the   Greatest   Office 
ling    in   the  World 


TPHE  Equitable  Building   is    the    greatest    office- 
building  "in^the  world.     It  covers  an  entire  New 
York  City  block. 

From  the  foundations  to  the  roof,  towering  forty  stories  from 
the  ground,  it  represents  the  last  word  in  architecture  and  in 
engineering  science,  as  applied  to  the  construction  of  modern 
fireproof  buildings.  It  is  one  of  the  show-buildings  of  the 
country,  and  one  of  the  many  great  structures  that  help  to  form 
that  jagged  sky-line  of  lower  New  York,  famous  the  world  ovei. 

And  like  must  of  these  buildings,  the  Equitable  is  covered  with 
a  Barrett  Specification  Roof. 

So  it  is  all  over  the  country.  The  big  permanent  structures 
such  as  railroad  terminals,  factories,  skyscrapers,  apartments, 
hotels,  etc.,  are  usually  covered  with  these  roofs. 

They  are  more  popular  for  permanent  buildings  than  any  other 
type,  because  they  cost  less  per  year  of  service,  nothing  for 
maintenance,  and  take  the  base  rate  of  fire  insurance. 

In  addition  they  are  guaranteed  for  twenty  years  under  the  fol- 
lowing conditions: 

20- Year  Guaranty 

The  20-Year  Guaranty  is  now  given  on  all  Barrett  Specification 
Roofs  of  fifty  squares  and  over  in  all  towns  in  the  United  States 
and  Canada  with  a  population  of  25,000  and  over,  and  in  smaller 
places    where   our   Inspection    Service   is   available.     Our   only   re- 


si!  tt  '" ilik 

^1y 


Cofynght    1913    hu  I  he  Equitable  Office  BIdg   Corporation 

quiiements  are  that  The  Banett  Specification,  dated  May 
1,  1916,  shall  be  strictly  followed  and  that  the  roofing 
contractor  shall  be  approved  by  us. 

What  This  Means  to  Youl 

You  can  secure  exactly  the  same  roof  for  your  client  as 
covers  the  Equitable  and  other  huge  structures  by  simply 
including  The  Barrett  Specification,  dated  May  1,  1916, 
in  your  roofing  specifications. 

Barrett  Waterproofing  Also  Used 

Barrett  Specification  Pitch-and-Felt  Waterproofing  also 
does  service  in  the  great  Equitable  Building.  Over  200,- 
000  square  feet  are  in  use  to  protect  the  bank  vaults, 
kitchens,  refrigerators,  pits,  etc.,  as  well  as  underneath 
and  around  the  deep  cellars  that  penetrate  to  a  depth  of 
fifty-two  feet. 


A  copy  of  The  Barrett  SO-Year  Specification,  icifh  roofing  diagrams,  sent  free  on  request 


Company 


Largest  Manufacturers  in  the  World  of  Roofing  and 
Roofing  Materials 


New    York        Chicago        Philadelphia        Boston        St.    Louis        Cleveland 
Cincinnati  Pittsburgh  Detroit  Birmingham  Kansas     City 

Minneapolis     Nashville     Salt   Lake   Citv      Seattle      Peoria  ^^ 

THE  BARRETT  COMPANY.  Limited  JmT*! 

Montreal  Toronto  Winnipeg  Vancouver  '^^B »)] 

St.  John,  N.  B.        Halifax,  N.  S.      ^Sydney,  N.  S.  ^^^f- 
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ESTABLISHED   1869 


WALDO  BROTHERS,Inc. 

C.  SIDNEY  WALDO,  President 

IMPORTERS  AND  DEALERS  IN  BUILDING  MATERIALS 
NEW  ENGLAND   REPRESENTATIVES   FOR 

SAYRE  &  FISHF:R  CO. 

HYDRAULIC-PRESS  BRICK   CO. 

HAYES   RUN   FIRE  BRICK  CO. 

M.  D.  VALENTINE  &   BRO.   CO. 

H.  M.  REYNOLDS  ASPHALT  SHINGLE  CO. 

KITTANNING  BRICK  &  FIRE  CLAY  CO. 

KEYSTONE  CLAY  PRODUCTS  CO. 

DARLINGTON  BRICK  &  MINING  CO. 


PLASTER  BLOCKS,  PLASTER  BOARD 

KEENE'S  CEMENTS 

METAL  LATH  AND  WALL  BOARD 

HOLLOW   BUILDING   BLOCKS 

ASPHALT  SHINGLES  AND   ROOFING 

WATER-PROOFING 

CHIMNEY  TOPS 


MEMBER   OF 

NATIONAL    BUILDERS' 
SUPPLY    ASSOCIATION 


TELEPHONE 

FORT  HILL  3140 

PRIVATE  BRANCH    EXCHANGE 
CONNECTING   ALL  DEPARTMENTS 


PORTLAND  CEMENTS 
SEWER  PIPE,  FLUE  LINING 
BRICKS  AND   TILES 
LIME  AND  PLASTER 
CONTRACTORS'  TOOLS 
ARCHITECTURAL    TERRA   COTTA 


WAREHOUSES 

Tudor  Wharf,  B.  &  M.  R.  R. 
1  Charles  River  Ave. 

Yard,  202  Southampton  St. 
ON  N.  Y.,  N.  H.  &  H.  R.  R. 

Yard,  58  Webster  Ave. 

somerville 

on  B.  &  M.  R.  R. 


45-49  Batterymarch  Street 


Boston,   Mass. 
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House  at  Watertown,  Massachusetts 


George  C.  Shattuck,  Architect 


HANGINGS  AND  FURNITURE  BY 

PENNELL,  GIBBS  &  QUIRING  COMPANY 

ISA   BEACON   STREET 
BOSTON,  MASS. 
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J  THE  MERRILL  COMPANY  | 

I  98  GRANITE  STREET,  BOSTON  | 

I  POINTERS  I 

I  MEMORANDUM  OF  RECENT  OPERATIONS  | 

I  ATHENS,  GREECE  | 

g  Surgical  Building ;  Children's  Hospital  Building ;  School  of  Domestic  Science.  B 

3  Gordon  Allen,  Architect.  45  Bromfield  Street,  Boston.  B 

I  WEST  HAVEN,  CONN.  | 

g  Group  of  Hospital  Buildings  and  Power  House.  g 

M  Tuberculosis  Annex,  New  Haven  General  Hospital.  | 

S  Messrs.  Scopes  &  Feustmann,  Architects,  New  York.  g 

M  Messrs.  Tenney  &  Ohmes,  Engineers,  New  York.  M 

M  Including  system  of  forced  hot  water  heating,  automatic  control  of  temperature  regulation,  and  vacuum  sweep-  g 

M  ing  system.   All  of  the  latest  and  most  efficient  equipment.  g 

I  NEW  HAVEN,  CONN.  | 

B  The    Brady   Memorial   Building   and   Administration   Building  of  the   New   Haven  General  | 

H  Hospital.  M 

g  L.  W.  Robinson.  Architect,  New  Haven.  g 

g  Day  &  Klauder.  Associate  Architects,  Philadelphia.  M 

g  J.  Byers  Holbrook.  Engineer,  New  York.  g 

g  Installation   of  vacuum   heating   system   in  the  buildings  of  the  New  Haven  General   Hos-  M 

m  pital,  at  New  Haven,  Conn.  g 

g  Twenty-five  buildings  in  all.                                                                     -  g 

=  J.  Byers  Holbrook,  Engineer.  g 

S  Dr.  S.  F.  Cox,  Superintendent  New  Haven  General  Hospital,  in  charge,  representing  the  above  corporation.  g 

I  BOSTON,  MASS.  | 

,g  New  Construction  at  the  New  England  Hospital  for  Women  and  Children.  g 

g  John  A.  Fox,  Architect.  M 

I  AYER,  MASS.  | 

g  Entire    installation   of  heating  plants  at  Camp   Devens,    comprising   over   one-hali    million  ■ 

g  feet  of  radiation,  employing  two  hundred  and  fifty  pairs  or  more  of  men.  g 

m  Entire  work  to  be  completed  in  ten  weeks.  g 

I  QUINCY,  MASS.  | 

M  Fore  River  Ship  Building  Plant,  Battle  Cruiser  Slip,  No.  1 ;  four  Destroyer  Slips,  compris-  g 

g  ing  several  thousand  feet  underground  fire  lines,  air  compressor  lines,  drinking  water  lines.  M 

m  Complete  installation  in  ten  weeks.  B 

B  Special  line  of  approximately  twelve  hundred  feet  six-inch,  lap-joint  steam  piping  for  two  hundred  fifty  pounds  = 

S  working  pressure,  involving  numerous  bends,  cast  steel  fittings,  cast  steel  valves  —  line  crossing  river  beneath  g 

g  bridge  for  over  two  hundred  feet,  passing  through  trench,  overhead  through  other  buildings,  into  the  power  g 

g  house.   Lines  furnished  and  erected  complete  within  ten  days.  g 

M  Other  representative  work  described  in  the  brochure  issued  by  and  obtainable  from  g 

g  The  Merrill  Company  on  application.  ■ 
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New  Offices  and  Laboratories  of  Arthur  D.  Little,  Incorporated.     The  Esplanade,  Cambridge.  Mass. 


Kilham  &  Hopkins,  Architects 


Henry  Cummings  &  Company 

Building  Contractors 

185    Devonshire    Street 
Boston 
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This 


illustrates  the  possibilities  of 
**STEARNS  Florida  Gulf  CY- 
PRESS" for  exterior  use.  The 
physical  nature  of  this  re- 
markable grade  of  Cypress  is 
such  that  it  is  absolutely  un- 
affected by  the  various  inter- 
nal pests  and  external  de- 
structive influences  that  sooner 
or  later  cause  many  other 
woods    to    crumble    and    decay. 


Insure  the  Permanent 

Beauty  of  Stucco! 

A  stucco  home  has  character,  dignity, 
individuaUty  —  but  the  important 
feature  is  to  prevent  discoloration  and 
hair-cracks,  and  ehminate  that  water- 
soaked  appearance  after  a  rain. 
Medusa  Waterproofed  White  Cement 
is  the  ideal  stucco  material  —  in  fact 
rains  will  wash  and  clean  the  surface. 


The  keenest  of  satisfaction  —  the  consciousness  of  work  well  done — is 
one  of  the  chief  reasons  why  you  should  specify  Medusa  Waterproofing 
and  Medusa  Waterproofed  White  Cement.  Over  10  years  of  successful 
use  in  all  kinds  of  concrete  work  establishes  beyond  question  the  claim 
that — "Medusa  means  permanence." 


Reside 

ice  of  John  E.  Reid 

Wheeling,  W.  Va. 

Charles  W.   Bates, 

Architect 

Stucco 

of  Medusa  Waterpro 

ofed  White   Cement 

MANUFACTURERS ; 


The  Sandusky  Cement  Co. 

Cleveland 


DISTRIBUTORS : 

Waldo  Brothers,  Inc. 

Boston 
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SKETCH:    DECORATION  FOR  A  BARBER  SHOP 
By  C.   Howard  Walker 


SKETCH:     ITALIAN    GARDEN 
By   Anthony   Rossi 


Illilllllllllllllllll 
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CLASSIFIED  LIST  OF  BUILDERS,   CONTRACTORS, 
AND   MATERIAL   FIRMS 


ARCHITECTURAL  IRON,  ^ONZE,  AND 
METAL   WORKERS 

Page 

Polacheck  Bronze  &  Iron  Company, 

John 202 

Skillman  &  Sunderland  Company.  .  .      202 


ARCHITECTURAL    WOOD    WORKERS 

Ross  &  Co.,  Wm.  F 207 

ARTIFICIAL     STONE 

Simpson  Bros.  Corporation 204 

ARTISTS'    MATERIALS    AND 
DRAUGHTING    SUPPLIES 

Spaulding-Moss  Co 219 

Wadsworth,  Rowland  &  Co.,  Inc..      217 

ASPHALT    WORK 

Murtfeldt  &  Co.,  W.  A 208 

Simpson  Bros.  Corporation 204 

BLUE-PRINTING 

Spaulding-Moss  Co 219 

BOILERS     AND     HEATERS 

Gurney  Heater  Mfg.  Co 22i 

Smith  Company,  The  H.   B 200 

BRASS    TUBING 

American   Tube   Works 225 


BRICK  MANUFACTURERS  AND 
DEALERS 

Page 

Fiske  &  Company,  Inc 228 

Hydraulic-Press  Brick  Company.  .  .  .  188 
Kittanning  Brick  and  Fire  Clay  Com- 
pany      206 

Spiers  Brick  Co 215 

Waldo  Brothers.  Inc 190 


BUBBLERS 

Donovan,  lohn  J 


213 


CEMENTS 


Penn- Allen  Cement  Company 210 

Sandusky  Cement  Co.,  The 194 

Waldo  Brothers,  Inc 194 

CEMENT    COATING 

Dexter  Brothers  Company 220 


COLUMNS 

U.  S.  Column  Company.  .  . 
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CONCRETE    CONSTRUCTION 


Murtfeldt  Company,  W.  A 208 

Simpson  Bros.   Corporation 204 

CONTRACTORS   AND    BUILDERS 

Bishop  Company,  The  J.  W 226 

Burns  &  Co.,  Walter  G 222 

Cummings  and  Company,  Henry.  .  .  .  193 

Ley  &  Co.,  Inc.,  Fred  T 198 

Mitchell  &  Sutherland,  Inc 214 

Murtfeldt  Company,  W.  A 208 
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COOKING  APPARATUS   AND 
APPLIANCES 

Page 

Jenkins,  Charles  E 208 

W'ronght  Iron  Range  Company 208 

DECORATORS 

Beck,  Edward  C 206 

Irving  &  Casson  —  A.  H.  Davenport 

Company    

Paine  Furniture  Company 187 

Pennell,  Gibbs  &  Quiring  Co 191 

Wingate,  James  I.  &  Son 222 

ELECTRICAL    GOODS   AND    FIXTURES 

Pettingell- Andrews  Compan}- 

Preceding  Froiitisf>iccc 

ELEVATORS 

Otis  Elevator  Company 196 

See,  A.  I).,  Electric  Elevator  Company  197 

FENCES 

Anchor  Post  Iron  Works 221 

FIRE    DOORS 

Skillman  &  Sunderland  Company .  .  .  202 

St.  Louis  Fire  Door  Company 202 

FIREPLACES 

Tyler,  The  C.  M.  Company 201 

FURNACES,  RANGES,  AND  HEATERS 

Gurney  Heater  Mfg.  Company 223 

Jenkins,  Charles  E 208 

Wrought  Iron  Range  Company 208 

FURNITURE,    Etc. 

Irving  &  Casson  —  A.  H.  Davenport 

Company    

Paine  Furniture  Company 187 

Wingate,  James  I .  &  Son 222 

HARDWARE 

Burditt  &  Williams  Co 227 

Chandler  &  Barber 209 

Corbin,  P.  &  F 227 

Hunter,  J.  B.  Company 200 

Russell  &  Erwin  Mfg.  Co 209 


HEATING  ENGINEERS   AND 
CONTRACTORS 

Page 

Cornell,  The  W.   G.   Company 210 

Merrill  Company,  The 192 

Smith,  The  H.  B.  Company 200 

Warren   Webster  &  Company 212 

INCINERATORS    (GARBAGE) 

Skillman  &  Sunderland  Company.  .  .  202 

Stearns,  E.  C.  Company 202 

LIGHTING    FIXTURES 

Bigelow,  Kennard  &  Company,  Inc.  .  199 

McKenney  &  Waterbun,'  Company..  195 
Pettingell-Andrews   Company 

Preceding  Frontispiece 

LIME 

Waldo  Brothers,  Inc 190 

LUMBER 

Stearns,  The  A.  T.  Comjtany 194 

METAL    GRILLES 

Tuttle  &  Bailey  Mfg.  Co 226 

PAINTERS    AND    DECORATORS 

Beck,    Edward   C 206 

Wingate,  James  I.  &  Son 222 

PAINTS    AND    VARNISHES 

National   Lead  Company 215 

Wadsworth,  Howland  Company,  Inc.  217 

PLUMBERS 

Cornell,  The  W.   G.   Company 210 

PLUMBING   SUPPLIES   AND    SANITARY 
SPECIALTIES 

American  Tube  \\'orks 225 

Donovan,    John    J 213 

Mott,  The  J.  L.  Iron  Works 212 

National  Tube  Company.  .  .  .Fourth  Cover 

Sanitas  Mfg.  Company 211 

Trenton   Potteries   Company 224 

RADIATORS 

Smith,  The  H.  E.  Company 200 

Tuttle  &  Bailey  Mfg.  Company 226 

RANGES    AND    KITCHEN    EQUIPMENT 

Jenkins,   Charles  E 208 

Wrought  Iron  Range  Company 208 
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REVOLVING   DOORS 

Page 

Skillman  &  Sunderland  Company.  .  .      202 
Van   Kannell   Revolving   Door   Com- 
pany          202 

ROOFING    MATERIALS 

Barrett  Company,  The 189 

Murtfeldt  Company,  W.  A 208 

Simpson  Bros.  Corporation 204 

SASH    CORD 

Samson  Cordage  Works 219 

Silver   Lake   Company 221 

SHINGLES 
Stearns,  The  A.  T.  Company 194 

SHINGLE    STAINS 

Cabot,  Samuel,  Inc 218 

Dexter  Brothers  Company 220 

STEAM     REGULATING    TRAPS 

Donovan,  John  J 213 

Watson  &  McDaniel  Company 216 

STEEL    PIPE 

National  Tube  Company Back  Cover 

STEEL    SHUTTERS  — ROLLING 

Edwards  Manufacturing  Co 202 

Skillman  &  Sunderland  Company .  .  .      202 


TERRA    COTTA 

Page 

Atlantic  Terra  Cotta  Company 205 
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HOUSE   AT   NEWTON,    MASS. 
Derby  &  Robinson,  Architects 
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A  Corner  of 

The  Old  English  Room 

Imported  to  provide  the 

perfect  architectural  setting 

for  Paine's  Fine  Furniture 

and  Interior  Decoration 

Paine  Furniture  Company 

Boston 
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Architect,  M.  P.  McArdle,  St.  Louis 

^  Our  widely  extended  plants  and 
branch  offices  throughout  the  coun- 
try assure  the  architect  and  builder 
of  an  unequaled  capacity  for 
prompt  and  responsible  service. 
^  Whatever  your  design  may  be, 
you  will  find  a  Hy-tex  brick  that 
exactly  meets  your  purpose  in  tex- 


Hy-tex 


The  Standard  of  Quality  in  Bricit 


Residence  of  Arthur  H.  Fuerbacher, 
(Vest  Brentmoor,  St.  Louis  County. 
Faced  with  Hy-tex  Velour  Matts, 
laid  in  Flemish  Bond,  wide  flush 
rough  cut  joint.     - 


ture  or  color  —  smooth  or  rough 
in  every  variety  of  Red,  Buft,  or 
Gray  tones.  Send  for  the  "  Hy- 
tex  Brick  Catalogue." 
^It  is  our  special  aim  to  co-operate,  so 
faras  we  can,  with  the  architect  in  fur- 
thering the  development  of  a  better 
brick  architecture  in  this  country. 


Boston  Representatives:  WALDO  BROTHERS,  Inc.,  45-49  Batterymarch  St. 

Hydraulic-Press  Brick  Company 

Saint  Louis 

Branch    Offices:  Baltimore,  Chicago,  Cleveland,  Davenport,  DuBois,  Pa.,  Indianapolis,  Kansas 
City,  Minneapolis,  New  York  City,  Omaha,  Philadelphia,  Roseville,  O.,  Toledo,  W'ashington,D.C. 


On  the   Greatest   Office 
Building    in   the  World 

T^HE  Equitable  Building   is    the    greatest    office- 
building  'in^the  world.     It  covers  an  entire  New 
York  City  block. 

From  the  foundations  to  the  roof,  towering  forty  stories  from 
the  ground,  it  represents  the  last  word  in  architecture  and  in 
engineering  science,  as  applied  to  the  construction  of  modern 
fireproof  huildings.  It  is  one  of  the  show-buildings  of  the 
country,  and  one  of  the  many  great  structures  that  lielp  to  form 
that  jagged  sky-line  of  lower  New  York,  famous  the  world  over. 


And  like  must  of  these  building 
a  Barrett  Specification  Roof. 


the  Equitable 


covered   with 


So  it  is  all  over  the  country.  The  big  permanent  structures. 
such  as  railroad  terminals,  factories,  skyscrapers,  apartments, 
hotels,  etc.,  are  usually  covered  with  these  roofs. 

They  are  more  popular  for  permanent  buildings  than  any  other 
type,  because  they  cost  less  per  year  of  service,  nothing  for 
maintenance,  and   take  the  base  rate   of  fire   insurance. 

In  addition  they  are  guaranteed  for  twenty  years  under  the  fol- 
lowing conditions: 

20-Year  Guaranty 

The  20-Year  Guaranty  is  now  given  on  all  Barrett  Specification 
Roofs  of  fifty  squares  and  over  in  all  towns  in  the  United  States 
and  Canada  with  a  population  of  25,000  and  over,  and  in  smaller 
places    where   our   Inspection.   Service   is   available.     Our   only   re- 


t»»Wj|'««g»i'^^ 


Cofurighl.  1  9  1 3 ,  hu  the  Equitable  Office  BIdg   Corporation 

quirements  are  that  The  Barrett  Specification,  dated  May 
1,  1916.  shall  be  strictly  followed  and  that  the  roofing 
contractor   shall   be   approved   by   us. 

What  This  Means  to  Youl 

You  can  secure  exactly  the  same  roof  for  your  client  as 
covers  the  Equitable  and  other  huge  structures  by  simply 
including  The  Barrett  Specification,  dated  May  1,  1916, 
in  your  roofing  specifications. 

Barrett  Waterproofing  Also  Used 

Barrett  Specification  Pitch-and-Felt  Waterproofing  also 
does  service  in  the  great  Equitable  Building.  Over  200,- 
000  square  feet  are  in  use  to  protect  the  bank  vaults, 
kitchens,  refrigerators,  pits,  etc.,  as  well  as  underneath 
and  around  the  deep  cellars  that  penetrate  to  a  depth  of 
fifty-two  feet. 


A  copy  of  The  Barrett  20-Ycar  Specification,  with  roofing  diagramt,;  sent  free  on  request 


The 


Company 


Largest  Manufacturers  in  the  Wortd  of  Roofing  and 
Roofing  Materials 


New    York        Chicago        Philadelphia        Boston        St.    Louis        Cleveland 
Cincinnati  Pittsburgh  Detroit  Birmingham  Kansas     City 

Minneapolis     Nashville     Salt    Lake   Citv      Seattle      Peoria 

THE  BARRETT  COMPANY.  Limited  <2Si 

Montreal  Toronto  Winnipeg  Vancouver      -^r^^^^r^ 

St.  John,  N.  B.         Halifax,  N.  S.         Sydney,  N.  S.  ^^^^^ 
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WALDO  BROTHERS, Inc. 

C.  SIDNEY  WALDO,  President 

IMPORTERS  AND  DEALERS  IN  BUILDING  iMATERIALS 
NEW  ENGLAND  REPRESENTATIVES   FOR 

SAY  RE  &  FISHF:R  CO. 

HYDRAULIC-PRESS  BRICK   CO. 

HAYES   RUN   FIRE  BRICK  CO. 

M.   D.   VALENTINE  &   BRO.   CO. 

H.  M.  REYNOLDS  ASPHALT  SHINGLE  CO. 

KITTANNING  BRICK  &  FIRE  CLAY  CO. 

KEYSTONE  CLAY  PRODUCTS  CO. 

DARLINGTON  BRICK  &  MINING  CO. 


PLASTER  BLOCKS,  PLASTER  BOARD 

KEENES  CEMENTS 

METAL  LATH  AND  WALL   BOARD 

HOLLOW   BUILDING   BLOCKS 

ASPHALT  SHINGLES  AND   ROOFING 

WATER-PROOFING 

CHIMNEY   TOPS 


MEMBER   OF 

NATIONAL   BUILDERS' 
SUPPLY    ASSOCIATION 


TELEPHONE 

FORT  HILL  3140 

PRIVATE   BRANCH    EXCHANGE 
CONNECTING  ALL   DEPARTMENTS 


PORTLAND  CEMENTS 
SEWER   PIPE,  FLUE  LINING 
BRICKS  AND   TILES 
LIME  AND  PLASTER 
CONTRACTORS'  TOOLS 
ARCHITECTURAL    TERRA   COTTA 


WAREHOUSES 

Tudor  Wharf,  B.  &  M.  R.  R. 
1  Charles  River  Ave. 

Yard,  202  Southampton  St. 
ON  N.  Y.,  N.  H.  &  H.  R.  R. 

Yard,  58  Webster  Ave. 

Somerville 

ON  B.  &  M.  R.  R. 


45-49  Batterymarch  Street 


Boston,   Mass. 
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House  at  Watertown,  Massachusetts 


George  C.  Shattuck,  Architect 


HANGINGS  AND  FURNITURE  BY 

PENNELL,  GIBBS  &  QUIRING  COMPANY 

I5A   BEACON    STREET 
BOSTON,  MASS. 
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THE  MERRILL  COMPANY 

98  GRANITE  STREET,  BOSTON 

POINTERS 

MEMORANDUM  OF  RECENT  OPERATIONS 

ATHENS,  GREECE 

Surgical  Building ;  Children's  Hospital  Building ;  School  of  Domestic  Science. 
Gordon  Allen,  Architect,  45  Bromfield  Street,  Boston. 

WEST  HAVEN,  CONN. 

Group  of  Hospital  Buildings  and  Power  House. 
Tuberculosis  Annex,  New  Haven  General  Hospital. 

Messrs.  Scopes  &  Feustmann,  Architects,  New  York. 

Messrs.  Tenney  &  Ohmes,  Engineers,  New  York. 
Including  system  of  forced  hot  water  heating,  automatic  control  of  temperature  regulation,  and  vacuum  sweep- 
ing system.   All  of  the  latest  and  most  efficient  equipment. 

NEW  HAVEN,  CONN. 

The  Brady  Memorial  Building  and  Administration  Building  of  the  New  Haven  General 
Hospital. 

L.  W.  Robinson,  Architect,  New  Haven. 

Day  &  Klauder,  Associate  Architects,  Philadelphia. 

J.  Byers  Holbrook,  Engineer,  New  York. 

Installation   of  vacuum   heating   system   in   the  buildings  of  the  New  Haven  General   Hos- 
pital, at  New  Haven,  Conn. 
Twenty-five  buildings  in  all. 

J.  Byers  Holbrook,  Engineer. 
Dr.  S.  F.  Cox,  Superintendent  New  Haven  General  Hospital,  in  charge,  representing  the  above  corporation. 

BOSTON,  MASS. 

New  Construction  at  the  New  England  Hospital  for  Women  and  Children. 
John  A.  Fox,  Architect. 

AYER,  MASS. 

Entire    installation   of   heating  plants  at   Camp   Devens.    comprising   over   one-hali    million 
feet  of  radiation,  employing  two  hundred  and  fifty  pairs  or  more  of  men. 
Entire  work  to  be  completed  in  ten  weeks. 

QUINCY,  MASS. 

Fore  River  Ship  Building  Plant,  Battle  Cruiser  Slip,  No.  1  ;  four  Destroyer  Slips,  compris- 
ing several  thousand  feet  underground  fire  lines,  air  compressor  lines,  drinking  water  lines. 
Complete  installation  in  ten  weeks. 

Special  line  of  approximately  twelve  hundred  feet  six-inch,  lap-joint  steam  piping  for  two  hundred  fifty  pounds 
working  pressure,  involving  numerous  bends,  cast  steel  fittings,  cast  steel  valves  —  line  crossing  river  beneath 
bridge  for  over  two  hundred  feet,  passing  through  trench,  overhead  through  other  buildings,  into  the  power 
house.    Lines  furnished  and  erected  complete  within  ten  days. 

Other  representative  work  described  in  the  brochure  issued  by  and  obtainable  from 
The  Merrill  Company  on  application. 


il 
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New  Offices  and  Laboratories  of  Arthur  D.  Little,  Incorporated.     The  Esplanade,  Cambridge,  Mass.  Kilham  &  Hopkins,  Architects 


Henry  Cummings  &  Company 

Building  Contractors 


185    Devonshire   Street 
Boston 
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This     House 

illustrates  the  possibilities  of 
'*STEARNS  Florida  Gulf  CY- 
PRESS" for  exterior  use.  The 
physical  nature  of  this  re- 
markable grade  of  Cypress  is 
such  that  it  is  absolutely  un- 
affected by  the  various  inter- 
nal pests  and  external  de- 
structive influences  that  sooner 
or  later  cause  many  other 
woods    to    crumble    and    decay. 


Residence   of  John   E.   Reid,   Wheeling,   W.   Va. 

Charles  W.   Bates,   Architect 
Stucco  of  Medusa  Waterproofed  White  Cement 


Insure  the  Permanent 

Beauty  of  Stucco! 

A  stucco  home  has  character,  dignity, 
individuality  —  but  the  important 
feature  is  to  prevent  discoloration  and 
hair-cracks,  and  eliminate  that  water- 
soaked  appearance  after  a  rain. 
Medusa  Waterproofed  White  Cement 
is  the  ideal  stucco  material  —  in  fact 
rains  will  wash  and  clean  the  surface. 


The  keenest  of  satisfaction  —  the  consciousness  of  work  well  done — is 
one  of  the  chief  reasons  why  you  should  specify  Medusa  Waterproofing 
and  Medusa  Waterproofed  White  Cement.  Over  10  years  of  successful 
use  in  all  kinds  of  concrete  work  establishes  beyond  question  the  claim 
that — "Medusa  means  permanence." 


MANUFACTURERS : 

The  Sandusky  Cement  Co. 

Cleveland 


DISTRIBUTORS: 

Waldo  Brothers,  Inc. 

Boston 
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OLD  COLONIAL 
DESIGNS  of 

LIGHTING 
FIXTURES 


never  lose  their  charm.  Our  de- 
signs retain  the  essential  idea, 
the  soft  glow  light,  together  with 
the  prismatic  ray  of  the  old-time 
candle  and  lamp,  made  for  elec- 
tricity and  gas.  An  assortment 
so  varied  as  to  meet  all  require- 
ments of  decorations. 


No.  30049 


SHOWROOMS,  181  FRANKLIN  STREET 
CORNER  CONGRESS  STREET,  BOSTON 


McKenncy  &Watcrbury  Co. 

MANUFACTURERS   OF   ELECTRIC    AND 
GAS   LIGHTING   FIXTURES,  BOSTON 


195 


OLIVER  DITSON  BUILDING,  BOSTON 


TOWNSENU,  STEINLE  &   HASKEI.L,  INC. 
C.   HOWARD   WALKER  &   SON 


Associate  Architects 


Equipped  with: 

Four  Worm  Gear  Traction  Passenger  Elevators 
One  Worm  Gear  Traction  Freight  Elevator 

The  Otis  Elevators  for  the  Oliver  Ditson  Building 
were  planned  and  built  in  the  same  spirit  of 
patient  care  with  which  the  architectural  designs 
were  made.  That  is  why  they  are  able  to  meet 
th^  constant  tests  of  usage  under  all  circumstances. 
And  it  is  because  of  this  painstaking  spirit  behind 
their  construction  that  Otis  Elevators  are  the 
recognized  standard  elevators  of  the  world. 

OTIS  ELEVATOR  COMPANY 

Eleventh  Avenue  and  Twenty-sixth  Street 
NEW  YORK 

Offices  in  All  Principal  Ci'.ies  of  the  World 


ooooaoooOoiOooooooooooooooooooooooooooooooooooooooooooooooooooOoooo 
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■     TEXTILE  BUILDING 

BOSTON 
GEO.  W.   HARVEY         Owner  and  Builder 


ELECTRIC  ELEVATORS  OF  ALL  TYPES 


OFFICES 

New  York 

Boston 

Hartford 

Jersey  City 

Philadelphia 

Washington 

Baltimore 

Cleveland 

Montreal 

Toronto 


WORKS 

Jersey  City 

New  Jersey 

Montreal 

Canada 


BOSTON  OFFICE 

Minot  Building 
1 1 1  Devonshire  St. 


A.  B.  SEE 
ELECTRIC 
ELEVATORS 


^JTTv^ 


WHITE  BUILDING 

BOSTON 

BLACKALL.  CLAPP  £r  WHITTEMORE.   Architects 
HENRY  CUMMINGS  &■  CO Builders 
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820   Fifth  Avenue  Apartments 
Starrelt  &  Van  Vleck,  Architects,  New  York  City 


FRED  T.  LEY  &  CO..  Inc. 

GENERAL     CONTRACTORS 

BOSTON      SPRINGFIELD,  MASS.  new  york 


■  «  I 

'I 
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Residence  of  James  Deering,  Esq.,  Miami,  f-lorida 
F.  Surrall  Hoffman,  Jr.,  and  Paul  Chalfin,  Associate  Architects 
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"""^'"arcade     C?/"    L  1  T  T  L  E  '  5    BUILDING 

t-BLACKALLXLAPP^-WHITTEMORE  ARCHTS. 


SPECIAL   LIGHTING   FIXTURES 

WrougJit  Ii'on  and  Qold 
Designed,  Executed  ^  Installed  by 

BIGELOW,  KENNARD  ^  CO.,  inc. 

511   WASHINGTON  ST.,  BOSTON 

f   i 

■f 

Our  designing  department  is  at  the  service  of 

architects  for  residential  work,  banks,  theatres 

and  public  buildings 

Correspondence  Invited 

A    SEPARATE     DEPARTMENT    FOR     ECCLESIASTICAL    REQUIREMENTS 


The  Things  That  Serve  Best 
Regardless  of  First  Cost 

The  equipment  of  a  building,  the  heating-plant  for  instance, 
often  tests  the  wisdom  of  the  architect  quite  as  much  as 
does  the  structure  itself. 

Heating  engineers  co-operating  with  architects  to  select  a 
boiler  for  dependable  service,  adequate  capacity,  and 
economy  of  operation  like  to  see  in  the  specifications  the 

Mills  Water 

Tube  Boiler 

because  the  fire  surface  is  properly  formed  and  located  for 
quick,  economical  heating;  the  grate  area  is  correctly  pro- 
portioned to  the  fire-surface;  and  the  drum-and-screw- 
nipple  construction  contributes  to  flexibility  in  selection 
of  heating  unit  and  eliminates  the  erection  man's  troubles. 
There  are  no  interior  push  nipples. 

THE  H.B.SMITH  COMPANY,  Westfield, Mass. 


New  York 
10  East  39th  Street 


Philadelphia 
1225  Arch  Street 


Boston 
138  Washington  Street,  North 

56-40 


oflrchitecturai  Hardware  in 
keeping  with  the  Style,  the 
Period,  and  the  Finish 


\NE.  FURNISHED  THE  HARD- 
WARE USED  IN  THE  NEW 
LITTLE'S  BUILDING,  ALSO 
THE  HARDWARE  FOR  THE 
NEW  TECHNOLOGY    GROUP 

"  What  's  good  enough  for  Tech 
la  good  enough  for  me" 


HUNTER   COMPANY 
H AR  DWARE 
SUMMER     STREET,    BOSTON 


200 


Showroom  of  Walker-Pratt  Manufacturing  Co.,  Watertown,  Mass. 


Curtis  \V.  Bixby.  Architect 


FLOOR  LAID  WITH  9"  x  9"  RED  QUARRIES 
WITH  9"  X  6"  SANITARY  BASE 

MANUFACTURED  BY 

THE  UNITED  STATES  ROOFING  TILE  CO. 

PARKERSBURG,  WEST  VIRGINIA 

Eastern  Representative,  Mr.  J.  A.  Gillette,  45O0  Euclid  Ave.,  Cleveland,  Ohio 

Manufacturers  of  Quarries  of  Quality 

BEST  "MADE  IN  AMERICA,"  SIZES  3"  X  3"  TO  12"  X  12" 


THE 


C.  M.  TYLER,  Treasurer 
G.  WALDO  CRAWLEY 


INSTALLED  BY 

C.  M.  TYLER  CO. 

ESTABLISHED  1899 

FIREPLACES  AND  TILING 

185  DEVONSHIRE  ST.,  BOSTON 
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NORWOOD   NATIONAL  BANK 


•"-MBi«tiiiTOiitiaiiiBiii},iiiiiriiiiiiriirnwaifr'"'*''i'* 
THOMAS  M.  JAMES,  Architect 


The  entire  exterior  is 

SIMBROCO     CONCRETE     STONE 

Manufactured  by 

SIMPSON    BROS.    CORPORATION 

Engineers  and  Contractors  for 

REINFORCED  CONCRETE  CONSTRUCTION 
STREET  PAVEMENTS— GRANITE,  WOOD  AND  CONCRETE 
SIMBROCO  STONE  BUILDING  TRIM 
ROCK  ASPHALT  FLOORS  AND  PAVEMENT 
GRANOLITHIC  SIDEWALKS,  CURBING,  STEPS, 
BUTTRESSES,    FLOORS,   ETC. 


Offices,  166  Devonshire  St.,  Boston 


Factory,  MEDFORD,  MASS. 
Yard,  ROXBURY,  MASS. 


204 


A  Story  of  Fire  Told  in  Fireproof. 
Atlantic  Terra  Cotta 

IN  six  quaint  Terra  Cotta  panels  over  the  doors  of  the  Inman 
Square  Fire  Station  in  Cambridge..  Mass.,  Newhall  &  Blevins^ 
the  Boston  Architects,  have  told  the  story  of  fire  protection  from 
the  days  of  bucket  brigade  and  hand-engine  to  the  modern  high- 
speed, high-powered  motor  apparatus.  It  is  singularly  appropriate 
that  this  story  should  be  thus  graphically  told  in  a  building  material 
that  has  done  so  much  to  reduce  fire  hazards  in  American  cities. 


As  an  artistic,  durable,  fireproof 
building  material,  Atlantic  Terra 
Cotta  commends  itself  to  the  archi- 
tect who  desires  to  obtain  pleasant 
decorative  effects  in  a  medium  of 
demonstrated  economy  and  struc- 
tural   efficiency.      The     uniformly 


accurate  workmanship  and  high 
quality  of  materials  that  distm- 
guish  all  Atlantic  Terra  Cotta 
give  assurance  that  the  finished 
structure  will  adequately  measure 
up  to  the  architect's  conception 
expressed  in   his  design. 


ATLANTIC   TERRA   COTTA   COMPANY 

1170  BROADWAY,  NEW  YORK 
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EDWARD  G.  BECK 

lltcoration0 

antr  Painting 

166    DEVONSHIRE   STREET 

BOSTON 

MASS. 


KiTTANNING  BRICK  &  FiRE  ClAY  CO. 


MANUFACTURERS 


FRONT  BRICK 

OFFICE,   EMPIRE  BUILDING 

Pittsburgh,    Pa. 


WALDO  BROTHERS,  INC.,  AGENTS 
BOSTON,  MASS. 
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Cram  &  Ferguson,  Architects  Caned  by  I.  Kirchmayer 

ST.  PAUL'S  CHURCH,  CHICAGO 


Work  of 

WILLIAM    F.  ROSS  &  CO. 

Manufacturers  of 

S'nterior  ^oobiuorfe,  fine  furniture 
iWoDeling,  Garbing,  and  ^la^ter  ^orft 

193  TO  207  BRIDGE  STREET,  EAST  CAMBRIDGE,  MASS. 

TELEPHONE   CONNECTION 


WILLIAM  F.  ROSS 


I.  KIRCHMA  YER 


OTIS  T.LOCKHART 
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W.  A.   MURTFELDT  COMPANY 

ROOFING  AND  SHEET   METAL  WORK 

ASPHALT  GRANOLITHIC 

CONCRETE   CONSTRUCTION 

WATERPROOFING 

161   Devonshire  Street  BOSTON,  MASS. 


Wrought    Iron    Range    Company 

ESTABLISHED    1864 

Special  Kitchen  and  Baking  Equipment  for  Hotels,  Hospital 3,  Restaurants  and  Public 
Institutions. 

Home  Comfort  Ranges,  Boilers,  Bake-Ovens,  Cofifee-Urns,  Cook-Tables,  Dish- 
V.'ashing  Machines,  and  complete  Home  Comfort  Kitchen  Equipment. 

The  kitchens  of  the  Boston  City  Club  were  furnished  ent'rely  by  us. 

U.  S.  Military  Academy  at  West  Point  and  leading  hotels  everywhere  use  "Home 
Comfort"  goods  with  satisfaction. 

It  is  our  policy  to  co-operate  with  architects  in  their  plans  and  place  at  their 
disposal  any  experience  acquired  by  us  which  they  may  consider  of  value. 

CHARLES  E.  JENKINS 

11    UNION   STREET  BOSTON,   MASS. 

EASTERN  MANAGER 
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W.  G.  CORNELL  COMPANY 

ENGINEERS   AND  CONTRACTORS  FOR 

PLUMBING,  HEATING 
AND      LIGHTING 

JAMES  A.    COTTER,   New  England  Manager 

334  SHAWMUT  AVENUE 
BOSTON 


Penn -Allen  Portland  Cement 


N 


one 


Better 


No 


ne 


Better 


Manufactured  by 

Penn -Allen  Cement  Company 

General  Offices   :       :    Allentown,  Pa. 

Works :  Penn  Allen,  Nazareth,  Pa. 

New  England  Representative,  GEORGE   H.  DRAKE,  Somerville,  Mass. 
WALDO  BROTHERS,  INC.,  Boston  Representatives 
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Sanitas  Manufactuking   Company 


FINE  PLUMBING  FIXTURES 


The  Regal  NA/ater  Closet 


For  twenty  years  acknowledged  to  be 
the  iTiost  "Silent"  water  closet  made. 

Let  us  show  you  wherein  it  differs  from 
other  closets  and  demonstrate  why  it  is 
"Noiseless." 


Our  new  SHOWROOM  at 

105  WASHINGTON  STREET  (Adams  Sq.),  BOSTON 

is  now  completed,  and  all  Architects  are  cordially   invited  to  inspect  same 

at   their    convenience. 
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A  Mott  Bathroom 

Nole    the  Interesting   Features 

1  Lavatory  and  Toilet  Table 

Supported  on  Brackets,  leaving  the 
floor  free  and  clear. 

2  Bath.     Light  Weight,  but 

Solid  Porcelain.  Shower  controlled 
by  mixing  valve,  which  regulates 
both  Temperature  and  Flow. 

3  Closet.     Quiet-action,    yet 

flushes  thoroughly,  operated  by 
valve  in  floor. 

4  Dental  Lavatory.    Supplies 

mixed  water  to  nozzle  and  cold 
water  to  flushing  rim  at  the  same 
time. 

5  Scales.     Working  parts 

concealed  in  wall,  yet  accessible. 
Dial  flush  with  wall.  Platform  flush 
with  floor. 

Send  for  out  "Bathroom  Book" 

The  J.  L.  Mott  Iron  Works 

General  Offices  and  Plant:  Trenton,  N.J. 

41-47  Pearl  Street,  Boston,  Mass. 


SYSTEMS    OF 
STEAM  HEATING 


arc  installed  in  many  of  the  most  prominent  Manufacturing  Plants,  Colleges,  Schools,  Office  Buildings, 
Apartment  Houses,  Residences,  Churches,  Hospitals,  Hotels,  Theatres,  etc.,  throughout  the  New  England 
States. 

The  Webster  Vacuum  System  utilizes  exhaust  steam  for  the  heating  of  large  buildings.  The 
Webster  Modulation  System  is  for  buildings  where  low  pressure  steam,  or  vapor,  is  used.  Old  buildings 
can  be  "Websterized"  often  at  comparatively  small  expense. 

The  heat  in  each  room  can  be  controlled  by  Webster  Modulation  Valves.  'Webster  Sylphon  Traps 
are  placed  at  radiator  returns  and  drip  points. 

Water-hammering,  air  binding  and  excessive  coal  bills  are  overcome,  and  the  most  efficient  and 
economical  heating  service  secured.  Perfect  circulation  of  steam  is  assured.  "The  Webster  Guarantee 
is  the  Owner's  Insurance  Policy." 

Webster  Engineering  Service  is  the  result  of  29  years'  experience,  during  which  time  there  have 
been  over  10,000  successful  installations  of  Webster  systems. 

Write  for   Catalogue 

WARREN   WEBSTER   &  COMPANY 

MANUFACTURERS  of  Webster  Systems  of  Steam  Heating,  Webster  Feed  Water  Heaters,  Webster-Lea 
Heater-Meters,  Webster  Steam  and  Oil  Separators,  Webster  Steam  Specialties. 

MAIN  OFFICE  TAMOFN    NFW    IFRSFY  point  and 

AND    WORKS  \.^/\lVlL/n.l'N,    l^i::4VV     JILIVOi:.!  PEARL  STS. 

established  1888  BRANCH  OFFICES  IN  PRINCIPAL  CITIES 

Boston  Office:  1108  PENN  MUTUAL  BUILDING,  WM.  G.  SNOW,  New  England  Manager 
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TflE  DONOVAN  SPECIALTIES 

PATENTED 


The  "  Eclipse,"  latest  and  best 
in  Donovan  Floor  Drain  Traps 

When  ordering  or  specifyingtrapfordrainingGarage 
or  other  floors  call  for"  Eclipse  "  to  secure  the  benefit 
of  the  many  improvements  over  my  first  design. 

Circular  giving  roughing  measures  and  discounts  on 
request. 

Made  in  four  sizes  :  2  inch,  3  inch,  3  inch  Special  and 
4  Inch  outlets. 

Now  being  used  in  preference  to  any  type  on  market 
as  it  is  sold  with  guarantee  that  no  sand  can  pass  into 
drain.  The  construction  provides  for  evaporatioi.  cf 
gasoline  and  protects  against  back  flow  of  sewage. 


Donovan  Grease  Trap 

A  trap  having  a  water-sealed  cover.  Two  inch  out- 
let adjustible  to  any  direction.  Prevents  grease  enter- 
ing drain.    Size  1 2x  1 2x  1 0  inch. 


Donovan  Canister  Bath  Trap 

Most  sanitary  trap  for  bath  tubs  on  the  market.  All 
movable  parts  under  water.  Canister  protects  ceiling 
below.  No  washers  required.  For  1  V4  and  1  Vi  inch 
pipe 


Donovan  ^*}5,f„!i^'j\',V'^  Bubbler 

Can  be  arranged  in  any  manner  desired.  Especially 
designed  for  schools  and  public  places.  Variation  in 
pressure  does  not  effect  height  of  drinking  stream. 


Donovan  ^:ff!?f;,ti^,''  Water 
Closet  Flange 

Now  generally  used  in  schools  and  wherever  per- 
fection is  desired.  Manufactured  by  Trenton  Potter- 
ies Co.,  and  furnished  on  all  water  closets  of  their 
manufacture.    See  N  Catalogue,  page  214. 


Donovan  Wall  Water  Closet 

For  Schools,  Public  Comfort  Stations,  and  any 
building  where  pipe  chamber  at  least  2  feet  wide  can 
be  provided  in  rear. 

A  full  siphon  jet  closet  with  vent  in  rear.  Supplied 
from  tank  or  valve.  Made  and  sold  by  Trenton  Pot- 
teries Co.  to  all  Jobbers,  and  shown  in  their  N  Cata- 
logue in  detail  on  pages  203,  204  and  205. 


Send  for  Circulars  giving  List  Prices  and  Discoitnts 

John  J'Donovan,22l  Hi^h  StBostoaHass. 
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MITCHELL  &   SUTHERLAND 

(INC.) 

BUILDERS 

166   DEVONSHIRE  STREET 
BOSTON 
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Telephones:  Office,  Main  4681 


Residence,  Camb.  5079 


FACE,  COMMON 
STIFF  MUD  and 
HOLLOW  BRICK 


SPIERS   BR.ICK   CO. 

Brick   Manufacturers 

"HARVARD  BRICK  OUR  SPECIALTY" 


W.  A.  SPIERS,  Treasurer 
Yards,  GONIC,  N.  H. 


79  Milk  Street,  Boston,  Mass. 
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The  McDaniel  Improved  Steam  Trap 

C  Discharges  Continuously  and  Never  Blows  Steam.  Made  Extra  Heavy  for  High 
Pressure.  No  pipe  connections  are  broken  when  making  repairs,  all  steam  pipes  being 
attached  to  body.  Steam  can't  blow  through.  Always  maintains  water  seal  over  dis- 
charge valve.  They  have  large  discharge  valves  and  cannot  be  flooded  with  sudden 
flushes  of  water.  C,  W^e  also  manufacture  Reducing  Valves,  Pump  Governors,  Relief 
Valves,  Exhaust  Pipe  Heads,  Ejectors,  and  Steam  Separators. 


SEND  FOR   CATALOGUE 


WATSON   &    McDANIEL    CO. 


Quick  and  easy  to 
take  apart 


ESTABLISHED   1878 

146  N.  SEVENTH 
STREET 

PHILADELPHIA 
PA. 


Jenkins  Bros.  Radiator  Valves 

THE  special  grade  of  new  steam  metal  used— the  heavier, 
stronger  construction -- the  unsurpassed  design  and 
workmanship  -  -  make  these  valves  longer  service  valves. 
They  stand  the  strains  of  expansion  and  contraction,  and 
the  lifting  and  settling  of  piping  better  than  light  valves 
not  built  to  a  service  standard. 


There  is  a  Jenkins  Bros.  Valve  for  practically  every  purpose 
— for  steam,  hot  water,  cold  water,  air,  or  gas.  Jenkins  Bros. 
Valves  are  made  in  brass,  iron,  and  cast  steel,  for  moderate, 
medium,  heavy,  and  extra  heavy  pressures.  And  every  valve  with 
the  Diamond  Trade  Mark  is  a  safe  valve  for  the  architect  to 
specify. 

Illustrated  catalogue  descriptive  of 
the    entire  line  mailed  on  request 


Jenkins  ^ros. 

60  White  Street,  New  York  524-  Atlantic  Avenue.  Boston. 


J^&^^^n^  ^m^ 
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Raise  the  Worth  of  Your  Work 

Make  the  buildings  that  you  build  last  Make  them  better  look- 
ing.    Make  them  waterproof.     And  do  it  with  Bay  State  Coating. 

Bay  State  Brick  and  Cement  Coating  fulfills  its  name  worthily. 
Just  a  coat  or  two  completely  covers,  protects  and  beautifies  any- 
brick,  cement  or  stucco  w^all. 

Bay  State  %±7f  Coating 


You  have  built  a  house.  From  foun- 
dation to  roof  it's  just  as  you  want  it — 
looks  as  if  it  had  just  been  taken  from 
the  proverbial  bandbox.  Don't  you 
dread  to  see  the  first  storm  leave  its 
imprint  on  the  walls  ?  To  realize  that 
from  then  on  wet  weather  will  rapidly 
destroy  your  handiwork?  Bay  State 
Coating  comes  in  white  and  a  variety 
of  tints.     Puts  a  good  complexion  on 


old  or  new  walls,  and  keeps  it  there. 

We  should  form  a  Society  for  Preven- 
tion of  Wall  Destruction — you  should 
be  a  charter  member.  We  will  be  glad 
to  send  you  our  booklet  No.  15  which 
tells  of  thousands  of  buildings  all  over 
the  country  coated  and  protected  with 
"Bay  State."  A  sample  of  any  tint  you 
want  will  help  you  decide  whether 
you  will  join  us. 


WADSWORTH,  ROWLAND  &  CO.,  Inc.,  Boston,  Mass. 

Paint  and  Varnish  Makers 
New  York  Office:    Architects' Building 


Bay  State  Cement  Crack-Filler 
is  the  first-aid  treatment  to  -walls 
that  crack.  It  is  easily  applied 
and  not  detectable. 


^ 


Bay  State  A.gatex makes  cement- 
floors  dustproof,  waterproof,  oil- 
proof  and  every-other-kind-of~ 
proof.  Our  booklet  A  15  will  tell 
you  more  about  it. 
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Walls  finished  with  Cabot's  Old  Virginia  White.      Roof  stained  with  Cabot's 
Creosote  Stains.     J.  W.  O'Connor,  Architect,  Neu)  York 

Cabot's  Creosote  Shingle  Stains 

The  original  and  standard  shingle  stains.  Soft,  rich  and  transparent  coloring  eiFects,  guaranteed  wearing 
qualities,  thorough  preservation  of  the  wood.  The  thoroughly  reliable  stain,  proved  by  thirty-five  years'  use 
under  all  conditions. 

Cabot's  Old  Virginia  White 

The  Modern  Architectural  Outside  White 

The  clean,  brilliant  "whitewash  white"  effect  of  Old  Virginia  White  has  real  distinction.  It  is  a  softer 
and  yet  a  brighter  white  than  paint,  and  its  texture  and  color-values  are  essentially  different  in  character  from 
the  heavy,  hard  paint  coating.  This  makes  it  especially  appropriate  for  the  modern  "Colonial,"  because  it 
gives  the  house  at  once  the  aspect  of  well-groomed  old  age — a  result  that  it  \\'ould  take  vears  to  accomplish 
with  paint. 

Cabot's  Old  Virginia  Tints 

This  softness  and  textural  quality  have  led  many  of  the  leading  architects  to  call  for  the  same  compound 
in  tints,  and  Cabot's  Old  Virginia  Tints  are  now  made  in  a  wide  variety  of  delicate  shades.  The  tones  are 
almost  pastel-like  in  quality,  and  the  effects  produced  are  most  unique  and  pleasing. 

Cabot's  Stucco  Stains 

For  staining  and  rainproofing  cement  buildings.  Rich  colorings,  without  gloss  or  shine,  and  with  no  coat- 
ing to  chalk  or  peel. 

Cabot's  Waterproof  Brick  Stains 

Made  in  various  colors,  for  faded,  off  colored  or  uneven  brick,  and  colorless  for  waterproofing  only. 

Cabot's  Sheathing  and  Deafening  "Quilt" 

Warmer,  more  permanent,  and  cheaper  than  back- plaster.  The  most  scientific,  sanitary,  and  perfect 
heat  insulator  and  sound  deadener  ever  made. 

Conservo  Wood  Preservative 

For  preserving  posts,  sills,  planks  and  all  similar  woodwork. 

Dampproofing 

An  adhesive  damp  course  for  direct  plastering. 

Full  information  on  request 

Samuel  Cabot,  Inc.,  ^h^lr""' 

1133  Broadway,    New  York  24  W.   Kinzie  St.,   Chicago 


Boston 
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YOUR  DRAFTSMEN 


Can  do  MORE  and  BETTER  work  if  provided  with  ECONOMY  DRAWING 
TABLES  and  ECONOMY  FILING  CABINETS 


SPAULDING-MOSS    CO. 


NEW  ENGLAND  DISTRIBUTORS 


We  carry  an  extensive  line  of  DRAFTING  ROOM  SUP- 
PLIES, and  have  the  largest  BLUE  PRINT  and  BLUE 
PRINT    PAPER    Manufacturing    Plant  in  New  England. 

CATALOG  ON  REQUEST 


Samson  Spot  Sash   Cord 


r~ 


Made  of  extra  quality  cotton  yarn,  firmly  and  evenly  braided  and 
smoothly  finished.  Carefully  inspected  and  guaranteed  free  from 
the  imperfections  of  braid  and  finish  which  make  common,  roughly 
braided  cord  wear  out  quickly  in  running  over  the  pulleys. 
Can  be  distinguished  at  a  glance  by  our  trade-mark,  the  Colored 
Spots.  Send  for  catalogue  and  samples 


Samson  Cordage  Works, 


Boston,  Mass. 
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DEXTER   BROTHERS 

ENGLISH   SHINGLE  STAIN 

DEXTER   BROTHERS 

ROMAN   CALX 

Flat  Wall  Finish 
DEXTER   BROTHERS 

PETRIFAX 

Brick  and  Cement  Coating 
DEXTER    BROTHERS    COMPANY 

105   BROAD   STREET,   BOSTON,  MASS. 


LALLY    PATENT    COLUMNS 

Are  specified  by  leading  architects  and  engineers 
all    over    the    U.    S.   for    all    kinds    of    buildings. 

LALLY    COLUMNS    are  the  most  fireproof  building  support  made.      Cheaper 
than  Cast  Iron  or  Steel,  and  can  be  procured  in  less  than  one-fourth  the  time. 

LALLY  COLUMNS 
Are  the  latest  thing  in  up-to-date  Mill  Construction 

WRITE  FOR  CATALOGUE   AND  U.   S.  ARSENAL  TESTS 

UNITED    STATES   COLUMN    CO. 

CAMBRIDGE,   MASS. 
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SILVER    LAKE    A    SASH     COFkD 

OUR   NAME  IS  STAMPED  ON    EVERY   FOOT  OF  OUR   CORD 
SUBSTITUTION   IMPOSSIBLE 


THE  BEST  CORD  ADDS  NOTHING  TO  THE  COST  OF  A  HOUSE,   IS   GUARANTEED  TO   WEAR    TWENTY    YEARS,    AND    YOUR 
CLIENT  IS  SAVED  THE  ANNOYANCE  AND  EXPENSE  OF  REPLACING  BROKEN  CORD 


MADE  IN  ALL  SIZES  TO  FIT  ALL  PULLEYS 


ESTABLISHED   1869 


THE  STANDARD  FOR  OVER  FORTY  YEARS 

MR.  ARCHITECT,  WRITE  FOR  OUR  TWENTYYEAR  GUARANTEE 


SILVEK  LAKE  COMPANY 


NEWTONVILLE,  MASS. 


Wrought    Iron    Railings   and    Gates 
Wire  Fences  and  Tennis  Court  Enclosures 


N     -     ^<::^--     g^-x 


ANCHOR    POST    IRON    WORKS 

MANUFACTURERS    AND    BUILDERS    OF    FENCES    FOR    ALL     PURPOSES 
Telephone,   Fort  Hill  2359  ^irE^sloou'i   79    MILK   ST.,    BOSTON 
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JAMES  I.  WINGATE  &  SON 


WALL  PAPER  DRAPERIES         UPHOLSTERY  STUFFS 

FURNITURE       CABINET  WORK       CARPETS  AND  RUGS 

PAINTING  AND  DECORATING 


400-402   BOYLSTON  STREET 
BOSTON 


DAVID  F.   BURNS 
WALTER  G.   BURNS  GEORGE  W.  SEMPLE 

WALTER  G.   BURNS  &  CO. 

CONTRACTORS  and  BUILDERS 

44  BROMFIELD  STREET 
BOSTON,  MASS. 

PUBLICITY   BLDG. 
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DOWN  DRAFT     SMOKELESS 


U^NEY  BOILERS 

RECOGNIZED   BY  ENGINEERS  AS  WITHOUT  EQUAL  FOR 
EFFICIENCY,   DURABILITY  AND  UTMOST  ECONOMY 


Illustrating  No.  1053  Gurney  Down  Draft  Boiler. 

They  burn  all  grades  of  soft  coal.     Maintain  positively  steady  water  line.      Are  of  Header  Construction  with 

large  nipple  connections.     Have  generous  steam  space.     Ample  provision  for  cleaning. 

Rear  of  boiler  constitutes  gas  consuming  chamber. 

SEND   FOR  SPECIAL   CIRCULAR 

GuRNEv  He^ater  M'fg  ® mpany. 

GENERAL  OFFICES:   BOSTON,  MASS. 

BRANCHES:    NEW  YORK,   PHILADELPHIA,   WASHINGTON 

Distributors  in  Leading  Commercial  Centers  of  the  Country 
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A  RCHITECTS  and  their  clients  are  invited  to  observe  the  quiet 
operation  and  inspect  the  sanitary  quahties  of 

THE  TRENTON  POTTERIES  COMPANY 

Silent  SI-WEL-CLO  Closet 

in  the  Boston  Show  and  Demonstration  Rooms.     The  principal 
improved  types  of  Vitreous  China  and   Solid  Porcelain  plumbing 
fixtures  are  also  on  exhibition.     A  visit  will  reveal  the  reasons  for 
"Tepeco"  supremacy. 

THE   TRENTON  POTTERIES   COMPANY 

Main  OflSces  and  Factories,  Trenton,  N.  J. 
Boston  Ofl&ce  and  Showrooms      -      -      -      9  Tremont  Place,  off  6  Beacon  Street 
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BOSTON 


NEW  YORK 


PHILADELPHIA 


CHICAGO 


American  Tube  Works 

ESTABLISHED  1851 

10  OLIVER  STREET  BOSTON,   MASS. 


SEAMLESS  DRAWN 


Original  and  Largest  Manufacturers  in  America  of 

SEAMLESS  BRASS  PIPE 
FOR  PLUMBING 


Guaranteed  for  Hot  or  Cold  Water.      Each  and  every  length  of  our  pipe  is  stamped 

"A.  T.  W.  BOSTON" 

on  each  end,  and  bears  our  Green  Trade  Mark 


WHEN  SPECIFYING  THIS  PIPE  PLEASE  CALL  FOR 

"American  Tube  Works  Brass  Pipe 


We  shall  be  pleased  to  furnish  Architects  upon  application  a  complete  set  of  our  Architects' 

Samples  of  Seamless  Brass  Pipe,  Standard  Iron  Pipe  Sizes,  jvith  weight  per  foot 

stamped  on  each  piece,  and  threaded  with  Standard  Thread. 
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WORCESTER 

NEW  YORK 

J. 

W.   BISHOP  CO. 

BUILDERS 

PROVIDENCE 

BOSTON 

DECORATIVE    METAL    GRILLES 

For  Radiator  Enclosures 


To   Harmonize 
with  every         | 
Period  of 
Architecture 


ConceaHng 

the  Ugly 

Spot  at 

Small   Expense 


TUTTLE  &  BAILEY  MFG.  CO. 


NEW  YORK 
CHICAGO 


52-54  UNION  ST.,  BOSTON,  MASS. 


CLEVELAND 
BRIDGEBURG,  ONT. 
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BURDITT  &  WILLIAMS  CO. 


ESTABLISHED  1860 


HARDWARE 

95  SUMMER  STREET.  BOSTON 

One   Minute  from  Chauncy   Street   Subwa\) 


Everything  in  Hardware  to  construct  and  equip  a 

Building  of  the  simplest  or  most  elaborate  type  of 

Architecture. 

Our  Display  Room  is  second  to  none  in  the  country  and 
fitted  for  the  comfort  and  convenience  of  our  patrons. 

Our  prices  are  right ;  our  service  designed  to  be  of 

the  best. 


REPRESENTATIVES  OF 
P.    &     F.     CORBIN 
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CHANNEL     READY     FOR     MORTAR 


OPEN 


VERTICAL 
AIRSPACE 


INTERIOR  PLASTER. 
APPLIED  DIRECTLY 
TO    THE     WALL 


INTERLOCK     AND 
MOISTURE     CHECK 


2  INCH     HORIZONTAL 
AIR>5PACE,  GIVING, 
INSULATION     AQAINiT 
HEAT  COLD     AND 
M0I5TURE. 


CHANNEL^   FILLED 
WITH     MORTAR 
PREPARATORY     TO 
LAYING    THE   NEXT 
':F.ISKL0CK-"TAPE5TRY" 


FINISHED      EXTERIOR 
OF.     WALL.  THE    FACE 
OF     EACH      UNIT   IS  OF 
REGULAR     BRICK  5IZE 

i.e  &\zy4'. 

WEB     CONNECTING 
THE      DOUBLE      WALLS 

TWIN     WALLS    OF 
50LID    3  INCH 
FIREPROOF   MATERIAL 


"FISKLOCK"— "TAPESTRY"  BRICK 

Hardoncourt-Fiske  Patents 

Here  is  an  8-inch  brick  wall,  to  all  outside  appearances  built  of  "Tapestry"  Brick,  with  its 

regular  unit  size,  beautiful  colors,  texture  and  mortar  joints. 
It  is  fire  proof,  vermin  proof,  moisture  proof,  and  is  stronger  than  walls  of  either  hollow  tile 

or  solid  common  brick. 

Yet  it  is  a  hollow  wall  with  2-inch  horizontal  air  spaces,  giving  maximum  insulation  against 

heat,  cold  and  moisture. 
Most  remarkable  of  all,  it  is  cheaper  than  any  other  form  of  face  brick  construction  whether 

solid   brick  or  brick   veneer.    It   costs   less   than   terra  cotta  hollow  tile  covered  with 

stucco  and  about  the  same  as  first  quality  stucco-on-frame.    It  costs  only  three  and 

one  half  per  cent  to  five  per  cent  more  than  frame-clapboard. 
"Fisklock"  is  the  "perfect  building  material"  at  last. 
It  is  sold  under  the  "Open  Price  Policy" — the  same  price  to  all. 
Send  for  catalogue  and  full  information  to 

FISKE  &  COMPANY,   Inc. 

25  Arch  Street,   Boston  40  West  32nd  Street,  Nev^  York 
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